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Electrical Cable Connector-Clamp Has Smooth Exterior Surface 



Arbor 



..Slot 


The problem: Providing an electrical cable con- 
nector-clamp with a smooth exterior surface that can 
be easily gripped to enable safe and quick connect and 
disconnect operations in the field. Such a device was 
particularly required for use by an astronaut who must 
wear thick gloves which make manipulation difficult 
and are subject to damage by sharp protrusions (such 
as screwhead slots) on standard cable connectors. 

The solution: A collet which clamps a portion of 
the cable and provides a means for connecting it to a 
standard electrical connector (e.g., a multipin male 
connector). 

How it's done: The collet consists of a hollow 
arbor with two sets of male threads and an internally 


threaded sleeve which mates with the arbor. One set of 
threads on the arbor mates with the threads on a 
standard connector. The arbor has four equally spaced 
longitudinal slots to permit the collet to accommodate 
cables of various diameters. 

In assembling the device to a cable and a standard 
connector in the shop, the sleeve is loosely threaded 
(one or two turns) on the arbor and one end of the 
cable is slipped through the central opening toward 
the threaded end of the arbor. The protruding cable 
conductors are then soldered to terminals on the 
standard connector and the latter is threaded over the 
arbor. The assembly is completed by turning the collet 
sleeve until the cable is firmly clamped in place by the 
arbor. The assembly, now ready for field use, provides 
a smooth gripping surface on the exterior of the collet. 
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This document was prepared under the sponsorship of the National 
Aeronautics and Space Administration. Neither the United States Govern- 
ment, nor NASA, nor any person acting on behalf of NASA: A. Makes 
any warranty or representation, express or implied, with respect to the 
accuracy, completeness, or usefulness of the information contained in 


this document, or that the use of any information, apparatus, method, 
or process disclosed in this document may not infringe privately-owned 
rights; or B. Assumes any liabilities with respect to the use of, or for 
damages resulting from the use of, any information, apparatus, method, 
or process disclosed in this document. 




Note: Inquiries concerning this invention may be 
directed to: 

Technology Utilization Officer 
Manned Spacecraft Center 
P.O. Box 1537 
Houston, Texas, 77001 
Reference: B65- 10201 


Patent status: NASA encourages the immediate 
commercial use of this invention. It is owned by 
NASA and inquiries about obtaining royalty-free 
rights for its commercial use may be made to NASA, 
Code AGP, Washington, D.C., 20546. 

Source: North American Aviation Inc. under 
contract to Manned Spacecraft Center 
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